# 146-1082 
_ OCTOBER, 1964 


PRICE SCHEDULE 
SHORT FORM CATALOG 


KEPCO - 


POWER SUPPLIES 


ALL-TRANSISTOR MODELS 


$119.00 
“ABC “ ABC75-2M | 0-75 | 0-2 | 159.00 | 
sto QD ABC 10-0.76M[__ 0-10 | _0-0.75 | 119.00 | 


ABC 15—1M 
ABC 18—0.5M 
ABC 30—0.3M 


0.05% 
REGULATION 


DESIGN GROUP INDEX 


DC 
OUTPUT 
VOLTS 


= Voltage or Current Regulation [iZpiss@meem eld) 12 ain 
= 10-Turn Voltage Control 
® Full Range Programming 8s 
= Wide Voltage Range ABC 200M : 12 Pir Beales | 
= Low Power Compacts | ABC 425M | 0-425 | 0-0.05 | 199.00 | 12 _| Vai, eT 
ESM AGC 1000 | —o=v000] 00.02 | 27400] 12 
Ss ae | 
as Sao 
oe | =) CK 2-8M 0-2 0-8 $330.00 =_Zs 
mcuane ns CK 8—5M 0-8 0-5 330.00 a gee | 
0.01% REGULATION CK 18—3M ie | 0-8 = a | 
@ Voltage and Current Regulation CK 36—1.5M | 0-36 | 0-15 [290.00 [21 | 
& Automatic Crossover and VIX ¥ RGU @ROS0R-L7/ 0—40 0—0.8 | 255.00 | 21 | | 0-14 | 
® Qual-Meter Compacts CK 60—0.5M | 0-15 | 


| o-s5 | 0-02 | sar000 


0—7.5—15 


0.01% REGULATION | 0-325 | 0-04 | 300.00 | 40 _| 
01% 
m Hybrid (Vacuum Tube Pass |—0=325 | 0-06 | 330.00 | 431 Tota | 


Element) 
= Voltage or Current Regulation | 0-250 | 0-1 | 450.00 


= Full Range Control and HB 525M 0—525 0-0.5 395.00 43 


Programming +Replaces Mode! HB — 225M 


K > Ko12-100M_| 0-12} 0-100 


ncaa KO25-50M__| 0-25 | 0-50 


1% REGULATION KO 45-30M__| 0-45 | 


w Voltage and Current Regulation = = 
= SCR Regulated — High Current "20M Batts 


REGULATION KR 3M 100—200 
KR4M | 195-325 | 


KR 1iM 0—150 0-0.125| $210.00 
KR1M 100—200 0—0.125 120.00 


KOR KR 2M 195-325 | 0—0.125| 120.00 
eta are | KROM__—i|_-295—450_| 0-0.125| 127.00 
0.1% KR 12M | 0-150 | 0-0.3 300.00 


0—0.3 210.00 


0-0.3 210.00 46 


~] 
I 
~ 


i 
Pee 10K | 205—as0_ [0-03 [200.00 
Voltage Range | KR8M | 0-150 | 0-06 360.00 0-32 
= Low Cost | KRSM | 100-200 | 0-06 | 270.00 | 67 J Dual, 3, 
77 = 
KR7M | 295-450 | 0—0.6 280.00 | 0-32 | 
| 0-32 | 
Se ETT ee 
Rely |: ea | KS8-25M__—| 0-8 | 0-25 725.00 | 65 _F-—~~“pa6 | 
aie NEEOURTION | KS8-50M_ | 0-8 | 0-50 | 995.00 | 
ne TKS 810M | 0-8 7,395.00 | 170g 0-36 _| 


® Voltage and Current Regulation a 
m Automatic Crossover and VIX ¥ KS 18—10M 


and Programming KS 18—25M | 0-18 | 


Transistor Regulator 


KS 36—10M 0-36 0-10 
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595.00 


65 


INDEX BY OUTPUT VOLTAGE 


DC 
OUTPUT 
AMPS 


0—0.75 


o 
| 
“I 


| 0-1 
= 
= 
0-05 | 
Pot 


550.00| 45 § 0-36 | 0-15 | CK 36-15 
PROMI e KS 18—15M | 0-18 | 0-15 695.00 65 
= bow Mallen High Suient KS18-50M__| 0-18 | 0-50 | 1,295.00| 170 
= SCR Preregulated —Full KS 36—5M = a 0-5 495.00 


MODEL 


ABC 2—1M 
CK 2-8M 
PRM 6—25 = 
PAX 7—1 (Contin 
ABC 7.5—2M 
CK 8—5M 
KS 815M 
KS 8-25M ; 
KS 8—50M Seed 
KS 8—100M = Volta] 
ABC 10-0.75M ane 
KO 12—100M 

PRM 12-15 
SM 14—7M 
SM 14—15M 
SM 14—30M 
PAX 150.75 
ABC 15—1M 
PR 15—10M 
PR 15—30M 
ABC 18—0.5M 
SC 18—1M 
SC 18—2M 
CK 18—3M 
SC 18—4M 
KS 18—10M 
KS 18—15M 
KS 18—25M 
KS 18—50M 
PRM 18-10 
PR 20—100AM 
PAX 21-0.5 
PRM 24—8 
KO 25—50M 
PRM 28-7 
ABC 30—0.3M 


RE uty 


2SC 32—1.5 


SC 32—2.5 
SC 32—5 
SC 33—5M 
PAX 36—0.3 
SC 36—-1M 


SC 36—2M 
KS 36—5M 
SM 36—5M 
PRM 36—5 


DESIGN GROUP INDEX 


Dc pc 
OUTPUT |{OUTPUT| PRICE* {| WGT. 
VOLTS AMPS (LBS) 


0-36 — $695.00 


0-36 | 0-30 
0-60 | 0-2 | 495.00] 45 | 
0-60 | 0-5 
o-so_ | 0-10 | 850.00 | 95 | 0-36 =| 0-15 

al eee ed 
esi 01 | $7901 8 | 
[0-15 | 0-075| 7900| 9 § 0-38 |0O-15 | 
PAX 21-05 o-21_ |o-05 | 7900] 8 BH 0-40 |0-05 | 
PAX 36-03 | 0-36 | 0-03 | 79.00] 8 | 


PAX 72-—0.15 0-72 0—0.15 79.00 8 | o-40— sf O-50 
5 


INDEX BY OUTPUT VOLTAGE 


eee lec | 
| 360-10 


SHIP 


KS 36—-15M 
KS 36—30M 
KS 60—2M 
KS 60—5M 
KS 60—10M 
KS 60—20M 


KS 36—10M 
SM 36—10M 
KS 36—15M 
SM 36—15M 
KS 36—-30M 
PR 38—5M 
PR 38—15M 
ABC 40—0.5M 
CK 40—0.8M 
PR 40—50AM 
KO 45—30M 
PRM 48—4 
PR 50—40AM 
CK 60—0.5M 
KS 60—2M 
KS 60—5M 


PAX 7-1 

ee a : PAX 15—0.75t 

0.05% REGULATION 

@ Versatile Compact Module 

® Voltage or Current Regulation 

# Continuous Full Range 
Programming 


CASED UNIT: add suffix ‘'C" to model no. and $10.00 to price. 
tReplaces Model PAX 14-0.75 o—4' 


+ 1% LINE REGULATION 1-PHASE INPUT 
PR 15—10M 0—7.5—15 | 0—10 $345.00 50 


PR 15—30M 
PR 38—5M 


PR 80—2.5M 


PPLY 


# Line Voltage Regulator 


® Continuous Full Range Voltage 


Control 
@ Low Cost 


Ato S100 @ OL SUrPie 


PR 80—8M 

PR 155—1M 
PR 155—4M 
PR 220~—3M 


+ 2% LINE REGULATION 3-PHASE INPUT 


PR 20—100AM 0-20 


0—100 $995.00 


[| 24 foe | 119.00 | 28 


+1% LINE REGULATION [GPE Ea | 28 


© Modular Package 

= “Flux-0-Tran” Line Regulator 
® Fixed Output 

= Low Cost 


= Voltage or Current Regulation 

® Continuous Full Range Control 
and Programming 

= All Transistor 

® New, Lower Prices 


PRM36—-5 [36 


PRM 48—4 
PRM 60-3 


PRM 120—1.5 120 


ro—7 | 178.00] 
}o-5 | 119.00 | 


0-—1.5 


CASED UNIT: add suffix ‘‘C’”’ to model no. and $10.00 to price, 


0.1% 
SC 18—1M 0—18 
SC 18—4M 
SC 33—5M 
SC 36—1M 


REGULATION MODELS 


0-1 $ 205.00 


[| 0-33 | 0-5 | 450.00 | 


036 
[scam | __0-36 [0-2 | 350.00 | 


SC 3672—0.5M 
SC 3672—1M 


0.01% 
2SC 32-1.5 
Dual Output 
SC 32—2.5 
SC 32—5 
2SC 100—0.2 
Dual Output 


o—100 
0—100 


REGULATION MODELS 


495.00 


0—72 
36—72 
0—36—72 
0-75 
0—75 


0—40—80 


}0-30 | 
isin 
}o-0.5 | 
}0-2 
O87 
ced 
0-20 | 
oa 
[0-20 | 
| 0-0.15 | 
0-05 | 
Coa 
[o-2 
[o-5 
[o-8 
}0-25 | 
[0-8 
}0-15 
| 0-0.125 | 
[0-0.3 | 
}0-0.6 | 
jo-1 


0—100 
0—100 


0—0.2 


; Cust 0-0.2 


28 
28 


0—0.6 
0—78—155 


L 


22 


0o—1 
o—1 
o- 


Atco 


0—0.6 


43 
59 
Ips 
43 
55 
| 42_| 


42 


0—300 0—0.075 
0—300 0—0.075 


0—165—310| 0—0.6 


KS 60—10M 
KS 60—20M 
PRM 60-3 
KO 70—20M 
PAX 72—0.15 
SC 3672—0.5M 
SC 3672—1M 
SM 75—2M 
SM 75—5M 
SM 75—8M 
PR 80—2.5M 
PR 80--8M 


2SC 100—0.2 


PRM 120—1.5 
KR 11M 

KR 12M 

KR 8M 

PR 155—1M 
PR 155—4M 
SM 160—1M 
SM 160—2M 
SM 160—4M 
ABC 200M 
KR1M 

KR 3M 

KR 5M 

PR 220—3M 
HB 250M 


103 
Unregulated 


PR 310—0.6M 


TPUT VOLTAGE 


UT MODEL 
S 


KS 36—10M 


KS 36—15M 
SM 36—15M 
KS 36-~30M 
PR 38—5M 

PR 38—15M 
ABC 40—0.5M 


CK 40—0,8M 


PR 40—50AM 
KO 45—30M 


eee ee 
PRM 48-4 


PR 50—40AM 
| CK 60—0.5M 
KS 60—-2M 


KS 60—20M 
PRM 60—3 
KO 70—20M 
5 PAX 72—0.15 
SC 3672—0.5M 
SC 3672—1M 
SM 75—2M 
SM 75—5M 
SM 75—8M 
PR 80—2.5M 
PR 80—-8M 


2SC 100—0.2 


PRM 120—1.5 


PR 155—1M 
PR 155—4M 


SM 160—2M 

SM 160—4M 

ABC 200M 

5 | KR1M 
—|KRoM 
KR 5M 

PR 220—3M 


HB 250M 


7) 


‘5 | Unregulated 
PR 310—0.6M 


ui 


SS Eee a | if 
SM 36—10M naan A co. 
wn SM 14—30M 


SS eee 
KS 60—-5M 


KS 60—10M 


© Ganged Autotransformer #3 
SM _160—1M Parallel ¥1& 2 
S$ 


DESIGN GROUP INDEX 


= Sime bc Dc SHIP DC 
gocis allan ! MODEL OUTPUT |OUTPUT| PRICE* | WGT. OUTPUT 
VOLTS AMPS (LBS) VOLTS 


SM 14—7M 
SM 14—15M 


70 


= 
= 
Oo 


REGULATION SM _36—5M 
Line: 0.01% SM 36—10M 


48 
Z 


Load: 0.05% SM 36—15M 


110 


= Preregulating Transformer “SM 75—2M 
= Continuous Voltage Control} 

(Ganged Autotransformer) SM 75—5M 
= All Transistor SM 75—8M 


= 0.01% Load Regulation SM 160—1M 


0-160 0-1 


$200.00 to price. SM 160—4M 


SM 325—0.5M 
SM 325—1M 
SM 325—2M 


Parallel 
Series 


REGUIATIO 


and Stability; add suffix VERT 80 ; 
ere eee eae 
0—165-325| 0-0.5 | 415.00 


0-2 635.00 110 


~) i 
fo) = 
lo) 


70 


$540.00 107 0-150 bias 


REGULATION meee 


m= Multiple Output, Vacuum 
Tube Regulated Parallel 
= Continuous Full Range Series 


Voltage Control * 800B 


Parallel 
Series 


0—450 
0—450 
0 


0-600 
0—150 bias 


0—600 
0—600 


103 #Y 
Unregulated #2 


DC 
OUTPUT 
AMPS 


INDEX BY OUTPUT VOLTA‘ 


MODEL 


0-2 SM 325—2M 


0—0.15 
0—0.005 


0—0.125 | KR2M 
0—0.3 KR 4M 
0—0.6 KR 6M 


400B 


2400B 


0—0.3 
0-—0.3 


0-—0.5 


0—0.3 
0—0.005 


430D 
Multiple Outpu 


HB 525M 


615B 


0-—0.2 800B 


0—0.2 


Multiple Outp: 


0—0.5 | 


HB 2050 
HB 2500 


* PRICES for all models with suffix ''M’’ include meters. To specify 
unmetered model: delete suffix ‘'M'' and deduct $30.00 from 
price, except ABC models. 


FOR ABC MODELS: Price includes volt/amp meter. Delete suffix 
“M" and deduct $20.00 from price, except Models ABC 1000, 
ABC 1500 and ABC 2500; voltmeter only - deduct $15.00. SC 
0.01% and WR models, meters standard (except Mode! 103) 


ee 0—0.005 aos 
0—0.02 | ABC 1000M 
0-1000} 0-05 | 1250B 
o-1200 | o-0.05 | 1220C 
0-1500 | 0-0.01 | ABC 1500M 
0—1500 | 0-0.2 | 1520B 
o-2000 | 0-0.5 | HB 2050 
0—0.002 | ABC 2500M 


HB 2500 


RACK ADAPTERS available for single and multiple unit rack 
mounting in standard 19” width for ABC, CK, PAX, PRM and 


SC power supplies. (see Page 5). 


Vv VIX—tThe designation VIX means that such a power supply has 
front panel mode indicating lights (one for current and one for 
voltage) plus externally available signal occurring at the automatic 


cross-over point. 


All Prices Net F.0.B. Flushing, N. Y. — Prices Subject to Change Without Notice 
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KEPCO ACCESSORY EQUIPMENT 


RACK ADAPTERS 
To adapt bench style and half-rack power supplies to the 
19” wide equipment rack or cabinet. 


RA 3 (Single 
_RA4 (Dua! 


RA 5 (Single) 


ACCESSORIES FOR 
MODULAR SUPPLIES 


PAX GROUP la 
MODEL DESCRIPTION PRICE (LBS.) 
CA-1 Case 2 
RAP 6-1 _ | Pane! Adapter "Ya 
RAP 7-1 __| Panel Adapter Ya 
RA 6-6 6—PAX Rack Cabinet | 12 


RA 6—6BP | Back Plate 


RA 7—4 4—PAX Rack Cabinet 
RA 7—4BP | Back Plate 


RA11-6 | 6 Unit Rack Adapter 
RA 12-1 1 Unit Rack Adapter 3 
RA 13-4 | 4 Unit Rack Adapter | 3 
PC-1 Plug-in Mating Connector Ya 
SHIP. 
PRM GROUP PRICE aay 
10.00 2 
2 Unit Rack Adapter _ 10.00 3 
RA 9-3 3 Unit Rack Adapter 10.00 3 
RA 10-1 1 Unit Rack Adapter 10.00 3 


VIX RELAY 


To translate the VIX Remote Signal available on all CK 
and KS VIX-equipped power supplies into a heavy-duty 
relay closure for external control or signal application. 


SHIP. 

WGT. 

MODEL PRICE _(LBS,) 
VIX—1_(uncased) $59.00 12 
VIX-1C (cased) 69.00 13 


ISOLATION ENCLOSURE 
Provides up to 10,000 volts DC isolation for the chassis 
of any half-rack sized power supply or instrument. 


SHIP, 

WGT. 
MODEL | nso] (LBS.) 
Model 64 | $450.00 45 


MOTORIZED PROGRAMMER 

A mechanically driven resistance programmer suitable for 
use with any Kepco programmable power supply or resist- 
ance driven mechanism. SHIP, 


WGT,. 
MODEL PRICE _(LBS.) 
$395.00 12 


PROGRAMMER 
FUNCTION GENERATOR 


A precision, slow speed, triangular waveform generator 
capable of generating any repetitive ramp function. 


SHIP. 
G 

MODEL PRICE | ips 
Model FG—100 $495.00 12 


DIGITAL PROGRAMMING PANELS 

For programming Kepco Power Supplies, with either 100 
or 1000 ohm per volt control ratios, as highly stable 
digitally controlled voltage or current sources. 


RATIO ean 
aQ/V PRICE (LBS.) 
$450.00 22 
450.00 | 29 


LOAD PROTECTORS 


For connection between Kepco Power Supplies and their 
loads. Provides sensitive crowbar action to protect against 
overload or abnormal load conditions. 


SHIP. 
WGT, 
(LBS.) 


DESCRIPTION PRICE 


$125.00 


20 
21 


Overvoltage/Overcurrent 
Over and Undervoltage/ 
Over and Undercurrent 
Options: for use with Hybrid units add suffix ‘‘HB’’ and add 
$25.00 to price. For systems triggering; add suffix ''T'’ and 
add $50.00 to price. 


AUTOTRANSFORMERS 
Compact step-down transformers provide 115V AC output 
from 220/230/240V AC (tap selected) 48~440 cps. 


SHIP. 
WGT. 
(LBS.) 


__AT—500 500 VA 50.00 14 
AT—1000 1000 VA : 75.00 | 22 
AT—1500 1500 VA 100.00 30 


ELECTRONICS KIT 


For experimental and pedagogical use; contains plug panel 
and keyed charts for 39 basic circuits. 
Power supply Model 103 is an ideai adjunct. 


SHIP. 

WGT. 

MODEL - PRICE (LBS.) 
Model 104 $29.50 | 10 


CASES for PAX, PRM and KR Groups 
Standard models supplied uncased. To order cased unit, 
add suffix "C” to model.number and add $10.00 to price. 


131-38 SANFORD AVENUE; 


Phone: (212) IN 1-7000 


Cable: KEPCOPO 


Model MP 1—3000 
=PCO, INC. * 131-38 SANFORD AVENUE, FLUSHING, N.Y. 11352 » Phone: (212) IN 1-7000 » TWX #212-539-6623 * Cable: KEPCOPOWER NEWYORK 
age 5 


KEPCO, INC. 
131-38 SANFORD AVENUE, FLUSHING, N.Y. 11352 
Phone; (212) IN 1-7000 » TWX #212-539-6623 
Cable: KEPCOPOWER NEWYORK 


(4) N.Y. METROPOLITAN AREA 
and Northern New Jersey 
EASTERN INSTRUMENTATION, INC. 
350 Northern Blvd., Great Neck, N.Y. 11021 
N.Y, Phone: (516) 466-9505 
N.J. Phone: (201) 779-1234 


(2) TRUMBULL, CONNECTICUT 
RAY PERRON & COMPANY, INC. 
36 Louis Street, Trumbull, Conn. 06611 
(203) AM 8-9631 
FARMINGTON, CONNECTICUT 
RAY PERRON & COMPANY, INC. 
10 Briarwood Road, Farmington, Conn. 06032 
(203) OR 7-9025 


(3) BOSTON, MASSACHUSETTS 
RAY PERRON & COMPANY, INC. 
1870 Centre Street, Boston, Mass. 02132 
(617) FA 3-1008 — TWX #617-325-8627 


(4) MANCHESTER, NEW HAMPSHIRE 
RAY PERRON & COMPANY, INC. 
19 Caron Road-Bedford, RFO #2 
Manchester, N.H. 03102 
(603) 472-4091 — TWX #6D3-472-3960 


(5) UTICA, NEW YORK 


NACO ELECTRONICS CORP. 
2631 Edgewood Road, Utica, N.Y. 13501 
(315) RE 2-1801 


CANADA 


6} SYRACUSE, NEW YORK 
NACO ELECTRONICS CORP. 
119 Luther Avenue, Liverpool, N.Y. 13088 
(315) GR 4-7481 — TWX 4315-477-1090 


BINGHAMTON, NEW YORK 
NACO ELECTRONICS CORP. 

4677 Vestal Pkway., East, 

Binghamton, N.Y. 13903 (607) 729-6641 


ROCHESTER, NEW YORK 
NACO ELECTRONICS CORP. 

74 Park Avenue, Rochester, N.Y. 14450 
(716) GR 3-4169 


PHILADELPHIA, PENNA. 

EASTERN INSTRUMENTATION INC. 

613 Cheltenham Avenue, Philadelphia, Pa. 19126 
(215) WA 7-6269 


WASHINGTON, D.C. 

LEE ASSOCIATES, INC 

12250 Wilkins Avenue, Rockville, Md. 20852 
(301) 949-4800 — TWX = 301-949-6786 


WINSTON SALEM, N.C. 

LEE ASSOCIATES, INC. 

P.O. Box 906, Winston Salem, N.C. 27101 
(919) 724-2406 


ORLANDO. FLORIDA 

LEE ASSOCIATES, INC. 

P.0. Box 7896, Orlando, Fla, 32804 
(305) 241-4445 — TWX #305-275-1732 


HUNTSVILLE, ALABAMA 

LEE ASSOCIATES, INC. 

P.O. Box 1506, Huntsville, Ala. 35807 
(205) 881-0461 


=z 


6 8 6 6 6 6 9 


® 


® 8 8 8® © 8 6 6 8 6 ® 


8 


) 


Oe, 
See our complete 
Catalog in | PAGES 
B Peter © [=] 


CINCINNATI, OHIO 

THE SATULLO COMPANY 

618 Cincinnati-Batavia Pike, Cincinnati, Ohio 45244 
(513) 752-6683 


CLEVELAND, OHIO © 
THE SATULLO COMPANY 

16801 Euclid Avenue, Cleveland, Ohio 44112 

(216) IV 6-2800 


DETROIT, MICHIGAN 

THE SATULLO COMPANY 

4512 N. Woodward Ave., Royal Oak, Mich. 48072 
(313) LI 9-3910 


CHICAGO, ILLINOIS 

LANG, CLAESON & ASSOCIATES 

6733 North Olmsted Avenue, Chicago, III. 60631 
(312) SP 4-3610 — TWX #312-265-1433 


ST. LOUIS, MISSOURI 

NORMAN W. KATHRINUS & COMPANY 

2427 Brentwood Blvd., St. Louis, Mo. 63144 
(314) WO 2-5627 


MINNEAPOLIS, MINNESOTA 

E. C. ELECTRONIC SALES 

10108 Abbot Ave., So., Minneapolis, Minn, 55431 
(612) 888-0102 — TWX #612-292-4195 


KANSAS CITY, KANSAS 
NORMAN W. KATHRINUS & COMPANY 
P.O. Box 35, Kansas City, Kan. 66103 
(913) JO 2-4108 


DALLAS, TEXAS 

AIREP ENGINEERING COMPANY 
P.O. Box 9555, Dallas, Texas 75214 
(214) TA 4-3800 


HOUSTON, TEXAS 

AIREP ENGINEERING COMPANY 

P.0. Box 36211, Houston, Texas 77036 
713) GY 4-2260 


ALBUQUERQUE, NEW MEXICO 
V. T. RUPP COMPANY 

437 San Mateo Blvd., N.E., Albuquerque, N.M. 87110 
505) 256-0798 — TWX =505-243-8409 


DENVER, COLORADO 9 
D. E. BOND ASSOCIATES 

5670 East Evans, Denver, Colo, 80222 

303) 756-1234 


SAN DIEGO, CALIFORNIA 

V.T. RUPP COMPANY 

3445 Fifth Avenue, San Diego, Cal. 92103 
(714) CY 89835 — TWX =714-291-0736 
n Arizona. Call (602) 947-2071 


LOS ANGELES, CALIFORNIA 

V. T. RUPP COMPANY 

307 Parkman Avenue, Los Angeles, Cal. 90026 
(213) DU 7-8224 — TWX #213-380-8840 


SAN FRANCISCO, CALIFORNIA 

V. T. RUPP COMPANY 

1182 Los Altos Avenue, Los Altos, Cal. 94022 
(415) 948-1483 — TWX #415-949-7950 


€ SEATTLE, WASHINGTON 


HARRY LEVINSON COMPANY 
1211 East Denny Way, Seattle, Wash. 98122 
(206) EA 3-5100 — TWX #206-998-1047 


IN CANADA 


TORONTO, CANADA 

ATLAS INSTRUMENT CORPORATION 
Division of Atlas Electronics Limited 
50 Wingold Avenue, Toronto 19, Canada 
(416) RU 1-6174 — Telex 02-2319 


MONTREAL, QUEBEC 

ATLAS INSTRUMENT CORPORATION 
Division of Atlas Electronics Limited 
3333 Cavendish Blvd., Montreal, Quebec 
(514) HU 9-8495 — Telex 01-2141 


OTTAWA, ONTARIO 

ATLAS INSTRUMENT CORPORATION 

Division of Atlas Electronics Limited 

342% Elgin Street, Ottawa, Ontario © 
(613) CE 3-9471 
VANCOUVER, B.C. 

ATLAS INSTRUMENT CORPORATION 
Division of Atlas Electronics Limited 


909 Beach Avenue, Vancouver, B.C. 
(604) MU 4-7927 


LITHO JN U.S A. 


